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CONFIDENTIAL STATE 058098 

EXCON 

E.O. 11652: XGDS-1 
TAGS: ESTC, COCOM 

SUBJECT: COCOM LIST REVIEW - ML 20 - CRYOGENIC 
EQUIPMENT 

REF: OECD PARIS 5838 

1) BAGLEY (NRL), HARRISON (NSR AND D), AND GERSTEIN (AEC) 
AGREE IN PRINCIPLE WITH REDEFINITION PROPOSED BY GERMANS 
BUT PREFER HIGHER CUT-OFF WITH ADDED PROVISION THAT 
EXCEPTED QUOTE WIRES UNQUOTE BE LIMITED TO THOSE WITH 
NIOBIUM-TITANIUM FILAMENTS IN COPPER MATRIX. 

2) HOWEVER WE FEEL IT IS NECESSARY TO CHECK OTHER 
ELEMENTS IN DEFENSE BEFORE ARRIVING AT ANY POLICY 
CONCLUSIONS ON WHETHER A COMPROMISE CUT-OFF IS POSSIBLE. 
THIS IS CURRENTLY BEING DONE. WE AGREE THAT DEFINITION 
SHOULD BE MADE MORE SPECIFIC AS INDICATED IN FINAL 
PARAREFTEL. INGERSOLL 
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